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Message Text 

UNCLASSIFIED 

PAGE 01 PERTH 00296 I903I0Z 
ACTION EA- 12 

INFO OCT-OI ISO-00 EB-08 DRC-OI /022 W 

052915 I903I3Z/64/62 

R 170500Z AUG 78 
FM AMCONSUL PERTH 
TO SECSTATE WASHDC 1372 
INFO USDOC WASHDC 

UNCLAS PERTH 0296 

CORRECTED COPY (MRN SHUD READ 296 VICE 396) 

E.O. 11652: N/A 
TAGS: BDIS, AS 

SUBJ: MEDICAL EQUIPMENT FOR PARAPLEGIC PATIENTS 

FOR: AMERICAN MEDICATION SYSTEMS 
3312 GORHAM AVENUE 
MINNEAPOLIS, MN 55426 
TEL: 800-328-6730 
TELEX: 290367 

DEAR SIRS. 

FAMILIES OF PARAPLEGIC PATIENTS LOCATED IN PERTH AUSTRALIA 
HAVE CALLED AT THIS CONSULATE EXPRESSING CONCERN OVER DELAYS 
IN THE RECEIPT OF EQUIPMENT PURCHASED EROM YOUR FIRM. THE 
ORDERS WERE PLACED BY THE SUPPLY DEPARTMENT, SIR CHARLES 
GAIRDNER HOSPITAL, PERTH, AUSTRALIA, FOR DR TULLOCH. 

IN VIEW OF THE DISTANCES INVOLVED, LETTERS ARE OFTEN DELAYED 
AND OCCASIONALLY LOST. IE THIS CONSULATE CAN BE OF HELP TO 
YOU IN EXPLAINING TO THE PURCHASERS THE REASONS EOR THE DELAYS, 
PLEASE CABLE OR WRITE TO US. I AM SURE THAT YOU ARE AS AWARE 
AS WE ARE OF THE IMPORTANCE OF MAINTAINING THE HIGH REPUTATION 
WHICH U.S. PRODUCTS AND FIRMS HAVE IN AUSTRALIA FOR QUALITY 
AND RELIABILITY OF SERVICE. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 PERTH 00296 190310Z 

CORDIALLY, 

MARTH C CARBONE 
AMERICAN CONSUL 
PERTH, AUSTRALIA. 

CARBONE 

NOTE BY OC/T: PASSED TO ABOVE ADDRESSEE. 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978PERTFI00296 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780339-0397 

Format: TEL 
From: PERTH 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780854/aaaabsnd.tel 

Line Count: 62 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: a8a3fc61-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1709573 
Secure: OPEN 
Status: NATIVE 

Subject: MEDICAL EOUIPMENT FOR PARAPLEGIC PATIENTS FOR: AMERICAN MEDICATION SYSTEMS 3312 GORHAM AVENUE 
TAGS: BDIS, AS 
To: STATE 
Type: TE 
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